Singin’ In The Rain 


Words: Arthur Freed 
Music: Nacio Herb Brown 


SUGGESTED REGISTRATIONS 
Electronic Organs Drawbar Organs 


Upper: Flutes 8°, 4', Strings 8° Upper: 65 8856 043 
Lower: Diapason 8” Lower: (00) 3543 100 (0) 
Pedal: 16° Pedal: 5 (3) 

Vibrato: On Vibrato: On 
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